The Commonwealth of Massachusetts 
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William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
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governor 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY. MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



09/23/2011 


Edmund Donnelly 

Assistant District Attorney, Suffolk County 


Dear ADA Donnelly, 

Enclosed is the information you requested in regards to Commonwealth Included are 

copies of the following: 

1. Cuniculum Vitae for Anni e Dookhan and Daniel Renczkowski. 

2. Dnig Analysis Laboratory Receipt. 

3.. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dooklian was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Daniel Renczkowski was the confirmatory chemist and analyzed the GC/MS data for 
this sample. 


If you have any questions about these materials, please call me at the number below. 

Annie Dookhan 
Chemist n 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curricuium Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry, 

Experience: 

2003 - present 

Chemist I. n> Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst L U. UMMS-Massachusetts Biologic Laboratory, QC Material Conti'ol 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA, 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros, 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 
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Curriculum Vitae 


Daniel Renczkowski 


Education 

Degree; Bachelors of Science in Forensic Chemistiy,- 

May 2005 from Buffalo State College 
GPA: 3.84, Dean’s List, Honor’s Recognition 
American Chemical Society Undergraduate Award 
Phi Lambda Upsilon Membership 


Related Coursework: Analytical 011611118117 

Organic Chemistiy I and II 
Biochemistiy 

Chemistiy of Criminalistics 
Anatomy 


Physical Chemistry 
Instnimeiital Chemistry 
Forensics Laboratory 
Physical Evidence 
Physiology 


Employment 

Massachusetts Department of Public Flealth Dnig Analysis Laboratoiy 
Chemist I (October 2005 - March 2008) 

Chemist II (March 2008 - present) 

-Successfully completed an eight week training course in the analysis of dmgs 
conducted by senior staff 
-Successfiilly completed GC/hfS training program 

-Responsible for the identification of substances to detemiine violation of the 
Controlled Substances Act of the Massachusetts General Laws 
-Responsible for maintenance and repairs of analytical instmments 
-Responsible for quality control of analytical instruments and standards 

Related Experience 

Niagara County Forensics Laboratory 

Forensic Internship, Januaiy 2005 

-Conducted research on the presumptive testing of saliva 
-Conducted research on the identification and detection of lubricants 
-Observed all aspects of the laboratoiy including drug analysis, flreanns 

comparison, trace evidence, arson investigation, toxicology, and serology 
-Daily use of FTIR microscope and DuraSamplerll 
-Familiarized with QC/MS programs 
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OePARTMEHr 


DRUG RECEIPT 


PAGE # 7-^ 

DESTRUCTION #. 


Dislrict/Uni( C£ __ 

Nam,S R.„kof Arresfiog Offio,, PO K.V.LUZXfi}C. jS-COLLCTTB |n« l08S<i^//OZS,^! 


DEFENDANT'S NAME 




STATE 






/M A- 


LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


DIue QPI^JQC^ p -^ ] ) 5 

^r-een rounc) pt llj 

<^)vi k- wnS fills 

OjhlW pj) 

\c rovjnc) pill &G 22S 
:^k\ 4 e. rcoA^ pi)/ 
rouocj plH 

rouoc^ fill ^^revf) tii" 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 








To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by 


8P0 Form OD38-B1S’0907 (prev. 1753) 





ID#_ 


ECU Control # 
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City: Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE 
Def: 

Amount: 9.0 Subst.TAB 

No. Cont: 1 Cont: pb 

Dote Reed: 03/04/2011 No. Anolyzed: 

Gross Wt.: 2.22 Net Weight: 

# Tests: Tt— 


Prelim: ^ 


Findings: C ^ 
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No. 



Date Analyzed; v \ 


City. Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE 
Def; 

Amount; 1-0 SubsLTAB 

No. Cont; 1 Cont: pb 

Date Rec'd: 03/04/2011 No. Analyzed: 

Gross Wt.: 1.54 Net Weight: 


# Tests: vc^-\ i__ 


Prelim: ^ 


Findings: cxjl 


Date Analyzed: 03 — 


City: Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def:_ 

Amount: 2.0 

No. Cont: 1 Cont: pb 

Date Rec'd: 03/04/2011 
Gross Wt.; 1.73 


Subst: TAB 

No. Analyzed: 

Net Weight: 

# Tests: (piSiO 
\ 


Prelim: 




Findings: 


No. Date Analyzed: 

City; Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE 
Def: 


3 '^ 3 - 


Amount; 7.0 
No. Cont: 1 Cont; pb 

Date Rec'd; 03/04/2011 
Gross Wt: 2.64 


Subst: TAB 

No. Analyzed: 

Net Weight: 


I) 


# Tests: I 

,DtXS\^ 


PrelimC '^O'X cWe 


Findings: 


CAo/\c,ZC^^'<^ 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


PHYSICAL DESCRIPTION: 




Vn ^ 




ANALYST 
Evidence Wi 





Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 


M- 


Mlcrocrvstatilne Tests 

Gold 

Chloride 


Marquis _ 
Froehde's_ 
Mecke's 


TLTAj_ 


OTHER TESTS 




PRELIMINARY TEST RESULTS 
RESULTS 

date V'n-W 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME: GABAPENT^N 
INGREDIENTS: GABAPENTIN 800 MG 


Color; Light Gray 

Shape: Capsule-shape 

Imprint: R 637 The Purepac imprint 
can be interpreted as an R or a P. 

Form: Ora! Tablet 

Avallable-Container-Size: Bottle of 
100 , Bottle of 500 , Bottle of 1000 

AAPCC Code: 077730 - Other Types 
of Anticonvulsant (Excluding 
Barbiturates) 


NDC: 0228-2637-11 
0228-2637-10 
0228-2637-50 
0228-2637-96 

Excipients: 

Hypromeliose ; Polyethylene 
Glycol; Titanium Dioxide ; FD&C Blue 
No. 2 Aluminum Lake ; Synthetic Yellow 
Iron Oxide ; Synthetic Black Iron 
Oxide ; Calcium 

Stearate ; Crospovidone ; Hydroxypropyl 
Cellulose 

Regulatory Status: RX 
Availability: United States 
Product ID 6698075 
Contact: Actavis Elizabeth 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://www.tliomsonhc.coni/microniedex2/librarian/PFDefaultActionlcl/evidencexpei1.Dis.,. 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested; 


AGENCY 


ANALYST 
Evidence Wi 





PHYSICAL DESCRIPTION: 

^ V. ' 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWf. 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride^_ 

_ 

OTHER TESTS 


PRELIMIMARY TEST RESULTS 

RESU LTS ot<-Tvi 

DATE i 


GC/MS CONFIRMATORY TEST 

RESULTS r yyvs 

DATE 


MS 

OPERATOR 


Revised 7/2005 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLOMAZEPAK4.1 MG 


Color: Green 
Shape; Circle 

Imprint: 833 This tabiet is debossed 
with 833 above the scored line and 
TEVA on the unscored side , teva 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 . Bottle of 1000 . Bottle of 500 

AAPCC Code: 007000 - 
Benzodiazepines 


NDC: 00093-0833-93 
00093-0833-10 
00093-0833-05 
00093-0833-01 

Excipients: Lactose 
{Monohydrate); Magnesium 
Stearate; Cellulose, 

Microcrystalline ; Povidone ; Water, 
Purified ; Starch, Corn ; D&C Yellow No 
10 Aluminum Lake ; FD&C Blue No. 1 
Aluminum Lake 

Regulatory Status: Schedule IV 
Avaifability: United States 
Product ID 7150694 
Contact; Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


littp://wvvw.tliomsonhc.coniymicromedex2/iibrarian/PFDefaultActionld/evidencexpert.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 






GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE_ 

Revised 7/2005 
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Drug Information 


DRUG NAME: CLONiDINE HYDROCHLORIDE 
INGREDIENTS: CLONiDINE HYDROCHLORIDE 0.1 MG 


Color: White 

Shape; Circle 

Imprint; mylan 152 

Form; Oral Tablet 

Available-Container-Size: Strip of 
90 , Strip of 25 . Bottle of 100 , Bottle of 
1000 . Strip of 1 , Strip of 30 , Strip of 
100 

AAPCCCode: 201081 -Clonidine 


NDC: 51079-0299-62 
51079-0299-19 
00378-0152-01 
00378-0152-10 
51079-0299-01 
51079-0299-63 
51079-0299-66 
51079-0299-17 
51079-0299-20 

Excipients: Ammonium 
Chloride; Silicon Dioxide, 

Colloidal; Croscarmellose Sodium (Type 
A} ; Magnesium Stearate ; Cellulose, 
Microcrystalline ; Sodium Lauryl Sulfate 

Regulatory Status: RX 

Availability: United States 

Product ID 5150133 

Contact; Mylan Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://www.tliomsonhc.com/micromedex2/librarian/PFDefaultActionld/evidencexpert.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 



No. of samples tested: 


PHYSICAL DESCRIPTION: 


AGENCY 





ANALYST 
Evidence Wt 



Gross Wt ( ):__ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

NetWt: o, 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocfvstalllne Tests 
Gold 

Chloride_ 

TLTAj;_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE j)- 


GC/MS CONFIRMATORY TEST 

RESULTS 0^ 

MS 

OPERATOR 3-^g> -V ' 

DATE _ 


Revised 7/2005 
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Drug Information 


DRUG NAME; CLONAZEPAM 
INGREDIENTS: CLONAZEPAM.2 MG 

Color: White to Off-White 
Shape: Circle 

Imprint: 93 - 834 This tablet is 
debossed with 93 - 834 on the unscored 
side. 

Form: Oral Tablet 

Avallable-Container-SIze: Inner 
Pack , Strip of 100 , Bottle of 500 , Bottle 
of 100 

AAPCCCode; 007000 - 
Benzodiazepines 


NDC: 00093-0834-19 
00093-0834-93 

Excipients: Magnesium 
Stearate; Cellulose, 
Microcrystalline ; Povidone ; Water, 
Purified ; Starch, Corn ; Lactose 
(Monohydrate} 

Regulatory Status; Schedule IV 
Availability: United States 
Product ID 5575547 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


hltD://www.tliomsonhc.coni/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE if 



AGENCY _^OV£:^ 


ANALYST 

7 ^ 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

V. >- >1^ 

w - 



Gross Wt { ):_ 

Gross Wt ( _ 

Pkg. Wt:_ 

NetWf. 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA_(_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 1?' U A (2_ 

date I 1 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME: PROMETHAZINE HYDROCHLORIDE 
INGREDIENTS: PROMETHAZINE HYDROCHLORIDE -- 25 MG 


Color: white 

Shape: Circte , scored, debossed 
Imprint: Gg; 225 
Form: Tablet 

Available-Container-Size; Bottle of 
100 . Bottle of 1000 

AAPCCCode: 003720 - Other 
Antihistamines Alone (Excluding Cough 
and Cold Preparations) 


NDC; 00781-1830-10 
00781-1830-01 

Regulatory Status: RX 

Availability; United States 

Product ID 2893017 

Contact: Geneva Generics 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


littp://www. thonisonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpei1.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY ■ 


ANALYST 


No. of samples tested; 


Evidence Wt 


PHYSICAL DESCRIPTION: 



Gross Wt ( ): _ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: o . \'^cf=\ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

cL oc 


PRELIMINARY TEST RESULTS 
RESULTS r'Ao'"\ \ 

date \ \ 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE^__ 

Revised 7/2005 


Folk OIG PRR 024758 










Page 1 of 1 


Drug Information 


DRUG NAME: CLONIDfhlE HYDROCHLORIDE 
INGREDIENTS: CLONIDINE HYDROCHLORIDE - 0.2 MG 


Color: White 

Shape; Circle 

Imprint: MYLAN 186 

Form: Oral Tablet 

Available-Container-Size: Strip of 
90 , Strip of 30 , Strip of 25 , Bottie of 
1000 , Bottie of 100 , Strip of 
1 . Package of 30 , Strip of 300 , Strip of 
100 

AAPCC Code: 201081 -Clonidine 


NDC: 51079-0301-62 
51079-0300-66 
51079-0300-19 
00378-0186-10 
00378-0186-01 
51079-0300-17 
51079-0300-01 
51079-0300-63 
51079-0300-56 
51079-0300-20 

Excipients; Silicon Dioxide, 

Colloidal; Croscarmellose Sodium (Type 
A); Magnesium Stearate ; Cellulose, 
Microcrystalline; Sodium Lauryl 
Sulfate ; Ammonium Chloride 

Regulatory Status: RX 

Availability: United States 

Product ID 5150141 

Contact: Mylan Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters, All rights reserved. 


http://www.thomsoiihc.com/micromedex2/librariaii/PFDefaultActioiiId/evideiicexpei1.Dis... 9/23/2011 

Folk OIG PRR 024759 



DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested; 


AGENCY H • 


ANALYST^ 
Evidence Wt 




PHYSICAL DESCRIPTION: 

2, <oc\c^ 

N. 



Gross Wt { _ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt; O 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate J_ 


Marquis 

Froehde's 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS CVo^vCLpyp 

DATE 3~ \ ) 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME: CLONIDINE HYDROCHLORIDE 
fNGREDiENTS: CLONIDINE HYDROCHLORIDE ^-0.3 MG 


Color; White 

Shape: Circle 

Imprint: mylan 199 

Form: Oral Tablet 

Availabie-Gontalner-Size: Bottle of 
100 , Strip of 90 , Strip of 100 , Package 
of 30 , Strip of 1 

AAPCC Code: 201081 - Cionidine 


NDC: 51079-301-20 
51079-301-63 
51079-301-01 
0378-0199-01 
51079-301-62 

Excipients: Croscarmellose Sodium 
(Type A); Magnesium 
Stearate; Celiuiose, 

Microcrystalline ; Sodium Lauryl 
Sulfate ; Ammonium Chloride ; Silicon 
Dioxide, Colloidal 

Regulatory Status: RX 

Availability: United States 

Product ID 5150159 

Contact: Mylan Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://w\\^v.thoiTisonhc.com/niicroniedex2/librariaii/PFDefaiiltActionId/evidencexpert.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 


PHYSICAL PESCRlPTtON: 









Gross wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: \ • \ <^ b V 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehd e's_ 

Mecke’s 


MIcrocrvstalllne Tests 
Gold 

Chloride_^__ 

OTHER TESTS 


^.rv\ _A_2^ 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE __^Va£vi1L_ 


GC/MS CONFIRMATORY TEST 

RESULTS Cto'~\oiio q—>~-x. 

MS 

OPERATOR \-a 

DATE ^ • >L.3 - V ^ 


Revised 7/2005 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 1 MG 


Color: Green 
Shape: Circle 

Imprint: 833 This tablet is debossed 
with 833 above the scored line and 
TEVA on the unscored side , teva 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 1000 , Bottle of 500 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 00093-0833-93 
00093-0833-10 
00093-0833-05 
00093-0833-01 

Excipients: Lactose 
(Monohydrate); Magnesium 
Stearate; Cellulose, 

Microcrystalltne ; Povidone ; Water, 
Purified ; Starch, Corn ; D&C Yellow No, 
10 Aluminum Lake ; FD&C Blue No. 1 
Aluminum Lake 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 7150694 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://www.thomsoiilic.com/micromedex2/librarian/PFDefaultActioiiId/evidencexpert.Dis... 9/23/2011 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\03___21_11\778071 .D 
DJR 

22 Mar 2011 12:26 

BLANK 

2 

CLONAZ 

RTE 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


778071.D Fri Sep 16 08:57:53 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM4\03 21 ll\778072.D 

Operator 

DJR 

Date Acquired 

22 Mar 2011 12:41 

Sample Name 
Submitted by 

CLONAZEPAM STD 

Vial Number 

72 

AcquisitionMeth 

CLONAZ 

Integrator 

RTE 

Abundance 

700000 


TlU:778072;cr “ ““ . 

6i69 

1 1 

i 600000 


i i 

500000 



400000 


j: 

300000 



200000 



100000 

|Time-> 


■ 'i 

2.00 2.50 3.00 

' 3.50 ' 4.0O ' 4.b6 5.t)0 ' 5.50 ' ' 6.00 ' ' 6.^0 ' ' 7.00 ' 7.50 ' 'Xoo aSO ‘ ' 9.00 ' ' 9.50 ’ Vo.W 


Ret. Time 

Area 

Area % 

Ratio % 

6.690 

1698343 

100.00 

100.00 


778072.D Fri Sep 16 08:58:00 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\03_21_11\778072.D 

DJR 

22 Mar 2011 12:41 

CLONAZEPAM STD 

72 

CLONAZ 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 95 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6 .69 

C:\DATABASE\PMW_TOX2.L 





Clonazepam 

001622-61-3 

99 



Clorazepate-M/artifact AC 

000000-00-0 

4 



Estradiol 2AC 

003434-88-6 

1 


Abundance 


Average ^6:611 to 6:775 im!ri:: 77'8‘072:D (-) 


280 


80 i 


314 


60 i 


40 i 51 


75 


63 


20! 


89 


102 


151 


125 


42 i,i 


111 


138 


177 




164 

:i i! 


205 


234 


256 


268 


193 222 

ii 


^89 


i“ :iii 


,., ^ i ' i , "n bi jii'i \y b b'’! !l 

hi/z-> 40 50 60 70 'ao 90 100 110 120 130 14o'150 160 170 180 1^0 266 2^0 22o’ 230 240 250 260 270 2^0 2S0 300 310 


Abundance 


W54rcionazepam'“ 


PT 574 


280 


314 


80 i 


60' 


40 i 


234 


20 i 


Wz-> ^ 40 50 60’ 70' 80 90 100 110 120 130 140 150 160 170 1^0 I&260 210 220230240’260 2^^^ 


76 


89 


151 


62 


177 


205 


268 


i i 252 


: ?09 


778072.D Fri Sep 16 08:58:00 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\03__21_11\778083 .D 
DJR 

22 Mar 2011 15:15 

BLANK 
ASD 
2 

CLONAZ 

RTE 



Iime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.5 o 8.00 8.50 9.00 9.50 10.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


778083.D Fri Sep 16 08:58:45 2011 Page 1 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 
D:\SYSTEM4\03 
DJR 

22 Mar 2011 

_21_11\778084.D 

15:54 


ASD 

84 

CLONAZ 

RTE 

Abundance 


Trc:77mmu 

800000i 


6j70 

t 

; 600000! 



4000001 


i 

!i ^ 

i 200000i 

i 

• 0‘ 1 


! i ' 

ii 1 

i ! * 

2.00 2.50' 3.b6 

3.b 4.00 4.^0' 

5.50 ' abo ' ' 6.bo ' 7.00 ' 7.50 ' ' 8,00 8.bo 9.00 9.50 ' ’lo'oo' ' ' I 

Ret. Time 

Area 

Area % Ratio % 

6.701 

2091884 

100.00 100.00 


778084.D Fri Sep 16 08:58:50 2011 


Page 1 


Folk OIG PRR 024768 











Area Percent / Libi'ary Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\03_21_11\778084.D 

Operator : DJR 

Date Acquired : 22 Mar 20 11 15:54 

Sample Name : 

Submitted by : ASD 
Vial Number : 84 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 95 
Minimum Quality: 90 


CAS# Qual 


1 6.70 C:\DATABASE\PMW_TOX2.L 

Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 99 
000000-00-0 9 
003434-88-6 1 




778084.D Fri Sep 16 08:58:51 2011 Page 2 


Folk OIG PRR 024769 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\03_21_11\778086.D 
DJR 

22 Mar 2011 16:22 

BLANK 
ASD 
2 

CLONAZ 

RTE 


Sundance 
35001 
I 3000 

! 2600 

2000 
i 1600 

i 1000 


TfC: 7rB086.D" 



IP 


I oiiiute W)i! .,...-.... ,.....-.......... 

Time-> 2.00 2.60 3.00 3.50 4.00 4.60 5.00 5.6o 6.00 6.50 T.Oo 7.50 8.00 8.50 9.00 9.50 10.00 


5001!),|,. 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


778086.D Fri Sep 16 08:59:00 2011 Page 1 


Folk_OIG_PRR_024770 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\03_21_11\778087.D 

DJR 

22 Mar 2011 16:36 


ASD 

87 

CLONAZ 

RTE 


!Abundance 
: 1200000 ] 

; ioooooo| 

I 8000001 

! i 

I : 

! 6000001 


TIC: 77808m 

6|70 


400000 ; 

200000i 


|Time-> 2.00 2.50 3.6o 

3.50' 4.6o ' 4.50 5.66’ 

5.50 ato ’ 6 '' 7.00 7.50 ’aoo ' sio 9,6 o ' ^ i 

Ret. Time 

Area 

Area % Ratio % 

6.701 

3550208 

100.00 100.00 


778087.D 


Fri Sep 16 08:59:03 2011 


Page 1 


Folk OIG PRR 024771 









Area Percent / Library Search Report 


Information from Data File: 




File Name 

D:\SYSTEM4\03 21 ll\778087.D 




Operator 

DJR 




Date Acquired 

22 Mar 2011 16:36 




Sample Name 





Submitted by 

ASD 




Vial Number 

87 




AcquisitionMeth 

CLONAZ 




Integrator 

RTE 




Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality 

; 95 


C:\DATABASE\PMW TOX2,L 

C:\DATABASE\NIST98.L 

Minimum 

Quality 

: 90 

PK# RT 

Library/ID 

CAS# 

Qual 

1 6.70 C 

::\DATABASE\PMW TOX2.L 





Clonazepam 

001622 

-61-3 

99 


Clorazepate-M/artifact AC 

000000 

-00-0 

9 


Estradiol 2AC 

003434 

-88-6 

1 

Abundance 

; 1 

80] 

AveTage oraBOS to 6.801 min.: 778'0‘87TD"(-) 


280 

314 I 

1 


60^ 


40. 


20 i 


75 


51 63 


89 


42 ! 


0 j; 


102 


151 

i 


177 


111 


125 


138 


163 


205 


193 : 


234 


I I 

! I 


ii ::. f i:! ! ..i:: :j ii! , Hi!. :;j .'j , , ;j; iij.i : ;; 

I I,L’,i , i:,, I, .. 


L 256 

268 

222 1 i ; 


1 (• \ k 

■i 

• i .i I !*!.! ::! 

1. , .n:, , 





298 


;m/z-> 40 50 60 70 80 90 100 1 iO 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 320 


Abundance 


80: 


#454: Clonazepam 


■PT574 


260 


314 


60i 


40 


20 : 


234 


62 


76 

I 

I 


89 


151 


177 


205 




268 


252 


289 


40 50 eb 7'o '80 90 lob lbo lib 130 140 lbo 160 j jb 180^1^^^ | 

778087.D Fri Sep 16 08:59:04 2011 Page 2 


Folk OIG PRR 024772 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\03_21__11\77808 9.D 
DJR 

22 Mar 2011 17:04 

BLANK 
ASD 
2 

CLONAZ 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


778089.D Fri Sep 16 08:59:12 2011 


Page 1 


Folk OIG PRR 024773 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\ 

DJR 

22 Mar 2011 


ASD 

90 

CLONAZ 

RTE 


03_21_11\778090 .D 
17 : 18 


Abundance 
I 700000; 

: 6000001 

; 500000j 

; 4000001 

: 300000^ 

I 200000; 

100000 : 


TIC:778090.D 

6}68 


Oi 


Time-> ZOO 2,^0 3.00 

3.50 4.00 4.50 5.00 

5.^0 'o.bo 

6.60 rbo ' 7.50 ' 8.00 ' 8.b6 ' ' aob _ 4^5^ i 

Ret. Time 

Area 

Area % 

Ratio % 

6.679 

1654954 

100.00 

100.00 


778090.D 


Fri Sep 16 08:59:16 2011 


Page 1 


Folk OIG PRR 024774 










Area Percent / Library Search Report 


Information from Data File: 


File Name 

D;\SYSTEM4\03 21 ll\778090,D 


Operator 

DJR 


Date Acquired 

22 Mar 2011 17:18 


Sample Name 



Submitted by 

ASD 


Vial Number 

90 


AcquisitionMeth 

CLONAZ 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI . L 

Minimum Quality; 95 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 6.68 C 

::\DATABASE\PMW TOX2.L 



Clonazepam 

001622-61-3 99 


Clorazepate-M/artifact AC 

000000-00-0 4 


Estradiol 2AC 

003434-88-6 1 

Abundance 

i 1 

. Average of 6;6TCno^80i m 

e..... '! 

280 

I 1 

8o! 

i : 


i 314 

i ? i 

i 

1 6o; 


; ! ! 

234 1 : i 

: ;; ; 

I i 75 


M i 1 M 

1 40^ 1 

; ; 51 63 i|, 

89 151 177 205 

i 102 : : 

i i ii 1 

i ! i 


20 ; 


42 .. ., 

! 0‘i ^ I’i'’ i : J | ,1;:; ij I ji|., , , 1 ^ Ljij . i ; i i. h , ^ .......... ...j I : , . j 

'xx\fz~-> 40 50 60 70 80 00 100 110 1^0 130 140 150 160 170 180 190 200 210 220 280 240 250 260 270 2to 290 300 310 


125 


111 


256 268 


138 


164 




192 


, i , Vii: lU ! I ' f-h ■ • 'h . 


t ; i 




298 


Abundance 


80 i 


#454: CTonazepa m 


■P“1574 


2?0 


314 


60 i 


40? 


20 ! 


Oi: 


234 


76 


89 


151 


62 


177 

I 


205 


268 


252 


??9 


: i 
j I 


fn/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 270 280 290 300 310 
778090.D Fri Sep 16 08:59:16 2011 Page 2 


Folk OIG PRR 024775 





































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\03_21_11\778092.D 

DJR 

22 Mar 2011 17:46 

BLANK 

2 

CLONAZ 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 

I 


778092.D Fri Sep 16 08:59:26 2011 Page 1 


Folk_OIG_PRR_024776 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquir-ed 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\03_21_11\778093.D 

DJR 

22 Mar 2011 18:00 

CLONAZEPAM STD 

72 

CLONAZ 

RTE 


Abundance 
I 6000001 


TIC: 778053:D 

6|69 


6000001 
4000001 

I 

200000 - 


iirne--> 2.00 2.50 

3.00 ’ “ 3.50 ’ ’ 4,00 4 . 50 ' ' 5.00 ' 

' 5.50 ibo 6.50 

7,06 7.bo 8.bo 8.50 9.00 9.50 ’ io!o0 ' i 

Ret. Time 

Area 

Area % 

Ratio % 

6.693 

2370266 

100.00 

100.00 


778093 .D 


Fri Sep 16 08:59:30 2011 


Page 1 


Folk_OIG_PRR_024777 























Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\SYSTEM4\03 21 11\778093.D 


Operator 

DJR 


Date Acquired 

22 Mar 2011 18:00 


Sample Name 
Submitted by 

CLONAZEPAM STD 


Vial Number 

72 


AcquisitionMeth 

CLONAZ 


Integrator : 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 95 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality; 90 

PK# RT 

Library/ID 

CAS# Qual 

1 6.69 C 

:\DATABASE\PMW_TOX2.L 

Clonazepam 

001622-61-3 99 


Clorazepate-M/artifact AC 

000000-00-0 9 


Estradiol 2AC 

003434-88-6 1 

Abundance 
i ■ 

Average of 6.593 To BT94 min.: 778093.0 (-) 

2^0 

; i. 

\ SO; 


1 314 ! 


60: 


40 


20 


234 


75 


51 63 


89 


102 

! 


151 


125 


111 


= 42 '! 

oLj:-- ; 


138 


ii i r :.! 


177 


164 ; 

j!/! ■- 


205 


266 


268 


193 


222 








299 :i:i 


m/Z‘-> 4b 50 60 70 80 90'100 1 i 0 120 130 140 150 160 170 180 190 2(io 210 220 230 240 250 260 270 280 290 30O 310 320 


Abundance 


80 


#454: nionazepam 


PT574 


280 

} 


314 ; 


60^ 


40| 


20 i 


o:-:: 


234 


76 


89 


161 


177 


205 


268 


62 


252 


j II 
i lli 

I ;i: 

i 

;l 


,m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2^0 220 230 240 250 260 270 260 20O 300 310 320 j 

778093.D Fri Sep 16 08:59:30 2011 Page 2 


Folk OIG PRR 024778 

































